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21 May 1951 


MaMORANDUM FOR THE DIRECTOR OF CENTRAL INTELLIG@ICE 


I am transnitting herewith a certain amount of 
information on 
and on various aspects of the current 
citvation. This material has been worked 


up in conjunction with O/CI and may be of interest 
to you in connection with expected 25X14 


visit to Washington, 


Assistant Director 
National Estimates 


attachments 
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